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STATI 


NTL 


STATINTL 


MEMORANDUM FOR: Deputy Direr I or for Arinin fetrat ion 

FROM; Bruce T. Jot r son 

Director of Tata Procer.sino 


SUBJECT: 


ODP Report 5 c r Heefc Enriina 22 October 1980 


Support to PCI 

WORD? (Word Processing), m reepcnre to a request, from the 
national Intelligence Emerge i ty Planning Staff (WIEPS), we have 
completed a study of NX FPL word processing and requirements and 
have recommended the acquis it ion o£ an ! B I 3080 dual station word 
processor for NIEPS.^^^re^^^has been forwarded to PD/OL for 
procurement action, 

Support to Office of Finance 

Biweek Payroll System. Titer a meetinn with personnel from 
OPPPM, OP, and PD/O OP on 17 < ctober, it war, determined ODP could 
modify a program sc that rerf tnnel tram actions incoming for Pay 
Period 22 would reflect the r ew salary rates. This saved OPPPM 
from re-keying 200-300 tranar t tions to reflect the new rates, 

Master File processing was dtlayed by or for the signing of the 

Executive Order and the abovt change war necessary heforsthe 

Master Pile could be processed by PD/ ODD on 17 October. STATI NTL 

SAFE 


23-24 October, as a p«rt of the {'APE Operational workshop, 
■■is presenting the first cf two seminars to Government 
personnel concerning operatic gal considerations of the SAFE 
system. Operational personnel from both Cl A and OI A have bee n 
invited to attend the seminar in the Ames Building. STATINTL 

Systems Availability 

Attached is the Systems ^rnilaoility Report. The Ruffing 
Center availability has been federate for tbs past week. All 
systems have experienced hare if ace and software failures; 
therefore, availability is er t.-.e low side. STATINTL 


/s/ Bruce T. Johnson 

3 race T. Johnson 


STATINTL, 


Att: a/s 
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DDA/ODP 

SYSTEMS AVAILIBILITY SUMMARY 



CURRENT WEEK 

PREVIOUS 90 DAYS 


SYSTEM 

13 OCT - 19 OCT 

14 JUL - 12 OCT 

DIFFERENCE 

BATCH 

99.33 

97.21 

+2.12 

INTERACTIVE 

86.22 

97.81 

-11.59 

GIMS 

100 . 00 

96.70 

+3.20 

CAMS 

97.41 

97.42 

-.01 

OCR -COLTS 

96.25 

93.86 

+2.39 

OCR-RECON 

94.80 

94.71 

+ .09 

DDO-STAR 

96.17 

97 . 15 

-.98 

OSWR-TADS 

63.64 

96.36 

-32.72 


OSWR-TADS , INTERACTIVE , and OCR-RECON all reported a below 
average week with TADS reporting the lowest availibility of 
63.64 percent. 

OSWR-TADS was down for 11 hours on Thursday and 5 hours on 
Wednesday, awaiting response and repair from a hardware 
vendor, Digital Equipment Corporation. 

- The INTERACTIVE system was down on Wednesday for a 
total of 5 hours 31 minutes due to the implementation 
of new software and on Thursday a procedural related 
problem with the Amdahl CPU caused a 31 minute 
outage . 

OCR-RECON had 3 outages; IBM hardware error caused a 1 
hour 15 minute outage, a procedural error caused a loss 
of 30 minutes and a Comten software error resulted in a 
20 minute outage. 
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